
THE FLORIDA STATE UNIVERSITY 

FACULTY SENATE 


December 12, 2014 

MEMORANDUM 

To: Sally McRorie, PAD. 

Vice President for Faculty Development and Advancement 

From: Gary S. Tyson, PAD. 

Faculty Senate President 

RE: Review of the February 2013 Memorandum of Understanding between the 

Charles Koch Foundation and the FSU Board of Trustees 

1 asked the FSU Faculty Senate Steering Committee to review the 2013 Memorandum 
of Understanding (2013MoU) between the Charles Koch Foundation and the FSU 
Board of Trustees. The purpose of this review was to evaluate whether the 2013MoU 
conforms to the policies and procedures related to faculty governance at FSU, and 
whether the 2013 MoU implemented the recommendations in the report of the 2011 
Task Group charged by President Erie Barron to review the original 2008 agreement 
between the Koch Foundation and the FSU BOT. In addition to reviewing the 
2013MoU, we discussed the implementation of the 2013MoU with Dean David 
Rasmussen and Professor and Economics Chair Mark Isaac. The opinion of the 
Senate Steering Committee membership is that the 2013MoU is consistent with the 
regulations defining shared governance as specified in the Constitution, and unit 
bylaws at Florida State University and that the 2013 MoU has effectively implemented 
the recommendations of the 2011 Task Group. We do not believe that the 2013MoU 
interferes with faculty governance, nor restricts academic freedom of faculty or 
students. 

GST 

Cc: Dean David Rasmussen 

Professor Mark Isaac 
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